To:  Irizarry,  John[lrizarry. John@epa.gov] 

From:  Mohr,  Mindy 

Sent:  Tue  8/1 1/2015  4:35:32  PM 

Subject:  RE:  Gold  King  Mine  Incident  Update 


That  email  went  out  to  all  Region  8 employees,  so  certainly  sharing  it  within  EPA  should  be  fine. 


Mindy  Mohr,  Acting  Unit  B Chief 

Drinking  Water 

303-312-6525 

cell  720-471-4443 

mohr.mindv@epa.gov 

FAX  1-877-876-9101 


From:  Irizarry,  John 

Sent:  Tuesday,  August  11,  2015  10:35  AM 
To:  Mohr,  Mindy 

Subject:  RE:  Gold  King  Mine  Incident  Update 


Mindy  is  the  information  in  this  report  publicly  available? 


I want  to  share  with  my  senior  managers  in  case  they  get  questions  on  it  at  ITEP  TLEF  next  week. 


John  W Irizarry 

U.S.  Environmental  Protection  Agency 
Office  of  Groundwater  and  Drinking  Water 


1791013 


ED  000552G  00006143-00001 


Drinking  Water  Protection  Division 


Protection  Branch 
Phone:  202-564-2520 

irizarry.john@epa.gov 


"Success  is  the  ability  to  go  from  one  failure  to  another  with  no  loss  of  enthusiasm."—  Winston 
Churchill,  Former  Prime  Minister. 


From:  Mohr,  Mindy 

Sent:  Tuesday,  August  11,  2015  10:22  AM 
To:  Irizarry,  John 

Subject:  FW:  Gold  King  Mine  Incident  Update 


John,  fyi 


Mindy  Mohr,  Acting  Unit  B Chief 
Drinking  Water 
303-312-6525 
cell  720-471-4443 

mohr.mindy@epa.gov 

FAX  1-877-876-9101 


From:  Cristiano,  Gina 


1791013 


ED  000552G  00006143-00002 


Sent:  Monday,  August  10,  2015  7:54  PM 

To:  R8  All  Employee 

Subject:  Gold  King  Mine  Incident  Update 


On  behalf  of  Shaun  and  Deb,  I am  sending  out  the  8/10  Gold  King  Mine  incident  update 
(attached),  for  your  information.  Please  direct  any  questions  you  have  to  the  EOC  or  your  ARA, 
who  can  help  direct  you  to  the  right  person/department  for  answers. 


Regards,  Gina 


Gina  Cristiano 

Emergency  Response  & Planning  Coordinator 

EPA  Region  8 

303-312-6688 


1791013 


ED  000552G  00006143-00003 


